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The front is furnished with a plate hinged to swing in a vertical plane, and provided with a cell for containing the-outer lens of the condenser.    The axis of this lens cell coin cides with that of a similar cell supported by the mutt end piece of the frame and containing the inner lenses of the
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condenser. The inner lens of the condenser i* a piano* convex, 4 inches in diameter and of H inch locus arranged with its plane side toward the light. The two outer leitsr* are plano-convex, 5 inches in diameter and 8 inches focus, arranged with the convex faces adjoining, The distance between the lenses is )H inch. The combined liwul lengthe lime holder spindle, and secured to a rod extending to the back of the lantern. It is, in fact, a small use of the' " flexible shaft," By turning thr rod, the lime is turned and elevated.
